CHAPEL  IN  THE  HILLS 
Rapid  Cify,  South  Dakota 

In  the  foreground  of  the  Stave  Church  is  an  exact 
replica  of  a  Norwegian  "stabbur".  This  "stabbur"  was 
built  completely  in  Norway,  then  disassembled,  shipped 
to  Rapid  City  and  reassembled.  On  large  farms  they 
were  used  as  a  storehouse  for  supplies.  With  roofs  of 
sod,  they  were  usually,  elaborately  carved. 
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